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Environmental Surfaces 


High Touch Surfaces or Items Low Touch Surfaces or Items 


Items or surfaces that need to be cleaned 
frequently because of high degree of 
handling and risk of cross transmission of 
infection 


Items or surfaces that need Less frequent 
cleaning because of less frequent handling 
and low risk of transmission of infection 


ie High touch surfaces or items ie Low touch surfaces or items 


High touch surfaces examples: Medical equipment knobs or handles ( e.g X ray machine, cardiac monitors), 
Blood pressure cuffs, Bedrails, Door knobs, Light switches, Telephones, Nurse call buttons, Television 
remote controls, Bed side tables. 


Low touch surfaces examples: Floor, Walls, Tabletops, Curtains, Lights, Ventilation grills. 
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